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1. otr hae reviewed, axmnded and edited a draft gleaaaiy 
of profsseional teminology prepared for issuance ty tte Clm- 
destine Services. OTR reeammendationa are being prepare® for 
transmission to the Clandestine serwioss for consideration. 

2. TWo thousand reels of Ifisws film* received from the 
Library of Congress of OSS films are being catalogued. screening 
will follow toe cataloging. OSS footage acquired from toe mional 
Archives ha# been screened and is of questionable value to “toe 
current training program inasmuch as much of it is Oenaan film. 

1. On 20 February, a representative of I&s eoitf erred with 
staff osaabers of toe Research and Validation Branch, OTR, c o nce r n- 
lag a research project of ISS which is ww in toe planning stage* 

h. a meeting was held on Friday, 27 February, to acquaint 
*11 applicants and interes ted Division Chief s with toe eurriomliHi 
and aS&nigtrative dstail s^^^BI^M The meeting was addressed 

* JBOWKKSiool, now assigned to toe 
SR Division. It is evident that this is one of toe most desirable 
external training programs is Which the Agency participates, and 
overtures will be made to the Department of the sray to request 
additional slots to the three now available to CIA. 

5. Several training bulletins will be disseminated within toe 

next two weeks containing the remarks mads at the tUnth Agency Orien- 
tation Comae by toe vies President of the United Stats#, General 
Walter B* 'smith, undersecretary of Stats, Mr. Willis® H. Jackson, 
Chair&ftfty Caamitt#© on Itvfre ma trion fiX Information ActlYi- 

ties, e nd - Mr. Allan Dulles, Direct®* of Central Int ellig ence . 

6. The senior Training Officer of the ■ staff has requested 
that the appropriate division in the Office of Training prepare to 
offer the Roman Resources Program and Supervisory and Management 
Training for sseoutives and supervisors on toe ^Bstaff • 

7. The Office of Rase&rcfc and Reports has informed the Office 
of Training that it is giving a series of se min a r s on the use of maps 
and aerial photograph® tn intelligence. These seminars will include 
such subjects as geography of the Bsrepeaa satellites, the physical 
geographic survey of the USSR, and the geography of Chirm. While 
this Is not an official Agency training program, tbs Director of 
Training urges a ll persons whose interests are related to topics of 
this series to take advantage of the seminars. 
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3. The demands for training in the Heading Improvss&aitt Branch 
of the Intelligence Division continue to increase. During the putt 
vmk, 120 representatives from all offices of the Agency have under- 
gori® trainiiig. 

9* Open request of 001, an additional slot wm revested and 
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10. As of 28 February 1953, 151 CIA personnel ere enrolled In 
TR(3) training courses, 323 in fft(0) course*, end 196 in external 
training, making a total of 650 in training program* antler the juris* 
diction of Oft as s whole. 
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As has been previously reported, 
commenced Monday, 16 February, 


Project 
Spec: 





| for Sf_ 

_ Branch, V/ JL 

had been previously advised that clearance on the two trainees 

had been granted, it developed on Tuesday^L^February, that such 
clearance, in fact, had not been given. HH^Hwas immediately con- 
tacted and gave verbal authority to contira^^rffln the Project through 
Wednesday, 18 February, provided no classified information or material 
would be made available to the trainees. On Wednesday afternoon, the 
students were advised by 0TR that they should not report the following 
day, and 3hould stand by for further information and direction from 
their case officer. Consequently, the Project was discontinued tempo- 
rarily and will not be resumed until such time as the necessary clear- 
ances are granted. In the meantime, arrangements have been made to 
instruct one of the trainees in Unarmed Combat; and this portion of 
the training commenced Tuesday, 2U February, and will continue through 
Friday, 27 February. 
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